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Periodic Review 


and/ or Revision of Reading Panel Reqalnamat® 


The branch requirement for reading panels have been re- 
viewed and no dkanges to existing requireaients ere deemed 
necessary at this tine. 
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Distribution: 

Orig. Sc 1 - Addressee 
2 - D/S 
2 - S/CST 
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